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arrival only served to show the incompetency of
many of the Company's naval officers at that
time. In laying the ship on shore to scour its
bottom after the voyage from England, its back
was brokens and the St. George became a total
wreck.

Meanwhile, with an eye to a future campaign
against Angria's strongholds, Boone set to work
to build a floating battery. The PTiram, as it
was called, was designed with shot-proof sides to
carry twelve 48-pdrs. ; but, as will appear before
long, its fate was as ignominious as that of the
St. George.

His own observation had convinced Boone of
the treachery of Manuel de Castro. On his return
to Bombay, the renegade was put in irons5 and
shipped off to St. Helena, There he was detected
in fomenting a mutiny among the convicts and
slaves. He was deported, and before long made
his way back into Angria's service.

Meanwhile, the wall round the town, the
building of which had been one of Boone's earliest
projects, was nearing completion. It was built
entirely, or almost entirely, by contributions from
the native merchants, and Boone reported to the